MARCONI 


Marcon! Road, Bossley Park, NSW 2176 


Postal Address: As above. Telephone: (02) 610 2222 
Chairman: Ron Cavagnino. Telephone: (02) 727 8307 (B), 
Secretary: Kelth Charles. Telephone: (02) 610 2222 (B), 
Coach: Les Scheinflug. Telephone: (02) 610 2222 (B), - 
Ground: Marconi Stadium, Marcon! Road, Bossley Park. 
Telephone: (02) 610 3228. 


Paul CARTER 
Joe RIZZOTTO 
Tony HENDERSON ~ 
Steven CALDERAN 
Craig MASON 
Peter SHARNE 
David LOWE 

Rod BROWN 

Mark JANKOVICS 
Peter TREDINNICK 
Martin DRIENE 


Geoffrey GUNNING 


Alex BicPHEKSON 


OOACH:.............Les SCHEINFLUG 
TRAINER............Michael URUKALO 
TEAM MASSEUR -J. Pedro LaMAISON 
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SYDNEY CITY 


61-67 Hall Street, Bondi, N.S.W. 2026. Tel. (02) 30 3344 


Postal Address: As above. 
Chairman: Sam Fiszman, 0AM. Telephone: (02) 387 3588 (B), 
Secretary-Coach: Eddie Thomson. Telephone: (02) 30 3344 


Ground: Sydney Athletic. Field, Anzac Parade, Kensington 2033) 


Telephone: (02) 662 4390. 


Tony PEZZANO 
Ean RODRIGUES 
_ Alex ROBERTSON 
Steve O'CONNOR 
Jim CANT 
Grant LEE 
Joe WATSON 
Murray BARNES 
Frank FARINA 
John KOSMINA 
Gerardo GOMEZ e 
Jean Paul DE MARIGNY 
Peter FALCONER 
Keith FALCONER 
Paul KAY : 


OMONDOAWYH 


LINES: M. Loupis — D. Ellis 


ROUND 19 — 


Canberra City v Blacktown City 
St. George v Leichhardt 
Newcastle Rosebud United v 
Wollongong City 5 
Marconi y Sydney City 

Sydney Olympic v Inter-Monaro 
Penrith City v Sydney Croatia 


Brisbane Lions v Adelaide City 
Brunswick United Juventus v Sunshine 
South Melbourne v Heidelberg United 
Preston v Melbourne Croatia 

Green Gully v Brisbane City 

West Adelaide v Footscray 
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14 July 1985 


~ NSL SOUTHERN DIVISION 


PW.D L F A Pts PW DL F A Pts 

Croatia 1811 S 2 41 19 7 S Melb 43 
Morcent 3811 § 2 40 29 27 Brunswick 1810 5S 3 29 17 25 
g + Syd City- 41610 4 -2 32 17 224 * Heldelberg 18 8 6 4 26 15 22 
> Olympic 1710 1 6 22 20 21 189 4 S 23 13 22 
St Geo 18 6 6 6 26 22 18 8 3 7 25 24 19 
Black - 18 7 3 8 27 23 18 6 6 6 1816 18 
Canberra 18 6 § 7 26 28 18 6 4 8 28 30 16 
Monaro 18 6 4.8 26 34 17 6 4 7 17 22 #=%16 
U'hardt 17 6 110'°19 29 17 6 3 8 2331 15 
Penrith 18 3 6 9 20 26 18 S 4 9 20 28 14 
N'castie 18 3 411 17 36 18 4 S$ 9.17 24 13 
“W'gong. 18 3.411 20 42 10 78 3 213718 35 8 


de erie 

} Name — Rod Brown 

Age — 21 

Position — striker 

Joined Marconi — January 1983 

Previous club — Auburn 

Mercer NSE debut — 6/3/83 v 
ydney City 3 i 

sMareons NSL appearances — 74 Benes SERIE > MASI 
jarconi NSL goals — 36 A 

International honours — played 3 Marcon NCE SRS ls 

Matches for Australia, 1985; played § Marconi GREE e = 

.19 matches for Australian Youth 

Team, 14 goals, 1982-1983 


Name — Tony Henderson 
Age — 31 
Position — sweeper, club captain 


Name — David Lowe 
Age — 21 

Position — striker 
Joined Marconi — February 1984 
Previous club — Newcastle 
Marconi NSL debut — 4/3/84 v 
Leichhardt 

Marconi NSL appearances — 51 
Marconi NSL goals — 22 


Joined Marconi — January 1979 
Previous club — Canberra City 


International honours — played 22 
International honours — played 51] Matches for Australian Youth Team, 
times tor Australia, 6 goals, 1979-16 goals, 1982-1983 


| 1984 


SOCCER LEAGUE 85 ova: 
> af 


ROUND 21 — -28 JULY 
MARCONI Vs PENRITH CITY | 


Marconi Stadium - Kick Off 3pm 


Gyprock plasterboard systems: Toomany benefitsito 
overlook-when you're considering internal lining for 
high-rise construction. 


Dightweight,dry construction/Gyprock’ssteel 
studsystemgoes up fast.Itslightweightmakesiteasy 
sto transport—however high the building and because 
wfitsdry construction technique, you can forget about 
mnoving messy sand,-cementiand water.around. Your 
walls goup quicker—allowing othertradesin quicker. 


‘Acomplete system. Gyprock plasterboard systems 
feature more than justits proven steel stud system. 


Gyprock’s Fyrchek meets‘fire. and acousticregulations 


zand Water Resistant Gyprock forms the ideal 

substrate for tilesin high-moistureareas. With the 

seasy installation of Gyprock ceilings, your internal 
linings can besupplied from onemanufacturer. 
Practicaland economical. Gyprock walls and 
ceilings are installed by only one contractor. 
Carpenters, cement renderers or bricklayers are not 
required. Thi bi ith thespeed and ease of 

Ae EANT Tne 


inimum. 


Systems. 
Struction 


= SF 
£ Plasterboard 
Sbuildsbettersvalls& ceilings 


‘Madein Australia and marketed by 
‘CSR.LIMITED GYPSUM PRODUCTS GROUP 


